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The Moore & White Company, 

Builders of Paper Machinery, 

Philadelphia, Pa. 

December 7, 1891 

Mint of the United States, 

Philadelphia, Pa. 

Gentlemen: - 

We are in due receipt of your letter of the 7th inst., and its contents carefully noted. We 
will have the Friction Clutch Pulleys balanced as nearly as possible and note that they will run 
150 revolutions per minute. We will await the drafts for the levers and will then get out the same 
according to your order. 

Yours very truly. 

The Moore & White Co. 

Per Nuth 



